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BUILDINGS AND ROADS BRANCH 


The 12th May, 1976 
No. 1442-PW -3 (0)76 /17119.- On the successful completion of his training Shri Rohtas Kumar, 
Temporary Assistant Engincer, Electrical (under training) is appointed as Sub -Divisional Engineer, Electrical 
Sub -Division , Haryana , P. W. D., B. & R. Branch , Hissar, in the pay scale of Rs. 400—30—700 /40–1,100 
with effect from the 2nd November , 1973 (forenoon ). 

P.P. CAPRIHAN . 

Commissioner & Secy , 
IRRIGATION DEPARTMENT 

The 27th April , 1976 
No. 3314-6PWII-76 / 16848. - The Governor of Haryana Is pleased to constitute a Committee of the 
following officers, from the date ofthe issue of this notification : 
(1) Chief Engineer , 

Chairman 
Public Health , Department , 

Haryana 
( 2) Additional Chief Engineer / Canals, 

Member 
Irrigation Works , Haryana . 
(3 ) Director of Industries, 

Member 
Haryana (Or his representative ) 
(4) Director Health Services 

Member 
Haryana . (Or his representative ) 
(5 ) Deputy Secretary to Government 

Member - Secretary 
Haryana , Publlc Health 

* Department 
2. Th ; headquarters of the Com nitte : shall b ; at Chin ligich . 

3 . The Committee shall study in detail the problem of disposal of effluent from the industries at 
Yan nuagar ani to suggest measures so that the disposal is not hazardous to health . 
4. The Committee will submit its report within 3 months , 

The 30th April , 1976 


No. 3313-4PWII-76 / 16616. - In exercise of the powers conferred by sub -section (1) of section 3 of 
the Haryana Canal and Drainage Act, 1974 , the Governor of Haryana hereby declares the officers mention . 
ed in column 2 of the Schedule given below by whom all the matters under the said Act in respect of 
which , and the local limits of their respective jurisdiction within which , all the powers conferred and 
duties imposed , under the said Act , on the officers specified in column 3 therefore , shall be exercised and 
performed : 


SCHEDULE 


Serial 
No. 


Designation 


Officers under the Act 


2 


3 


2 


Superintending Engineer, Drainage 
Executive Engineer , Drainage Divisions 
Sub -Divisional Officers , Drainage Sub 

Divisions 


Superintending Canal Officer , 
Divisional Canal Officers 
Sub - Divisional Canal Officers 


ده 


P. CAPRĪHAN , Commissioner and Secy . 


